PR-38 FREQUENCY METER 


FR-38 FREQUENCY METER 
AND COUNTER; GENERAL 
PURPOSE UNIT SIMILAR 

TO HEWLETT-PACKARD 
5248. USED TO MEASURE 
FREQUENCY AND TIME INeq 
TERVALS. FREQ. RANGES 
]0 Hz. To 10 MHz; Can 
BE EXTENDED WITH PRO= 
PER PLUG-INS To 510 MHz 
TIME. INTERVAL: .OO] sec 
To |0 sec. CAN BE EXTEN- 
DED FROM |.0 U-SEC TO 
100 DAYS WITH PROPER 
PLUG-IN. FR=-38 CONSISTS OF A SIGNAL GATE, 
A TIME BASE SECTION, A GATE SECTION AND 
6-DECADE COUNTER. RECEIVES CW OR PULSED. 
Accuracy @ | to 3000 uz .03%; @ 3000 xz To 
10 MHz .00I%. Power required: I15v Ac 50 - 
{000 Hz. Stze: |94x19x18% wr: 125 Les, 
PRICE: LESS PLUG-INS, USED SERVICEABLE $175 


CHECKED $200 
FR-38 wiTH HEWLETT-PACKARD 5258 FREQUENCY 
CONVERTER WHICH EXTENOS RANGE To |00-220 
$50.00 ADDITIONAL. 


S-403 SIGNAL GEN- 
RATOR, SIMILAR TO 
HEWLETT-PACKARD 
6168 |.8 To 4.2 GC 
DIRECTLY CALIBRATED 
Bi FREQ. CALIBRATION |. 
ecuracy + 1%. Out- 
(|) PUT RANGE OF | MW 
AJOR .223v To O.luV. 
INTO 50 OHM LOAD 

Vi s ALE SE of 1S DIRECTLY CALI- 
BRATED AND CONTINUOUSLY MONITORED. |NTERNAL 
MODULATION 40 to 4000 Hz; EXTERNAL PULSE 
MOD. REQUIREMENTS 40 To 70V Pos. OR NEGe, 
WIDTH | U=SEC To 2500 uU-SEC, MAY BE SQUARE 
WAVE MODULATED. Power REQUIRED: 115/230v 
50-1000 HZ. PORTABLE UNIT WITH COVER. 

Size: |74x|3éxl3k wr: 65 Les. 
PRICE: USED, SERVICEABLE $85.00 


R-388/URR RADIO RECEIVER, SUPERHETERODYNE 
TYPE, 0.5 To 30.5 MHz—30 BANDS IN ONE MHZ 
STEPS. WITH WIDE 6" BAND SCALE, THIS UNIT 
1S CAPABLE OF BEING TUNED TO ANY AM SIGNAL 
WITHIN [TS FREQUENCY RANGE IN EITHER MEGA= 
CYCLES OR KILOCYCLES. R-388 FEATURES FIVE 
STEP CRYSTAL SELECTIVITY, A CALIBRATED "SS" 
METER, AND SEPARATE CONTROLS FOR CRYSTAL 
PHASING, BFO CRYSTAL CALIBRATOR, AVC NOISE 
LIMITER, AND ANTENNA TUNING. FREQUENCY 
STABILITY WITHIN 300 cYcLES; AUDIO ouTPUT 
1.5 watts Into 4 or 600 oHMS. WITH BUILT-IN 
POWER SUPPLY FoR |15/230v. 45-70 cycle 85 
WATT AC POWER SOURCE. SPEAKER REQUIRED.: 
Size: 128x13x2] Wr: 50 ces. 
PRICE: USED SERVICEABLE $375. CHECKED $400. 


HAMMARLUND SP-600 RECEIVER, 0.54 to 54 Muz 
JIN SIX BANDS. USED $275. CHECKED $295.00 


ys FR-6/U FREQUENCY METER 
* 100 to 500 MHz, HETERO- 
DYNE TYPE COMPRISING 


ICC etre | © 148 SPECTRUM ANALYZER 


LATIONOSCsADDED TO -5 weit Bi lia sins 
FIXED HARMONIC CRYSTAL — TS- 148A/UF~ SPECTRUM 


OSCILLATOR. THIS METHOD ANALYZER; 8470 To 
* ELIMINATES UNWANTED 9630 MHz. PRovidES 
HARMONICS.’ AN LO@ TYPE VISUAL INDICATION 

vi AUDIO-MODULATOR MODU- Of RF OSCILLATOR 
LATES THE FILTERED AMPLIFIER IF SIGNAL AND “SPECTRA. MAY-AESO 9 
THE AUDIO IS FED INTO THE HEADPHONE JACKS. PBE..USED TO MEASURE~- 
RECEIVES CW; FUND. FREQ. RANGE 4. 166-4.34 FREQUENCIES OF RES- 
STANDARD FREQ. AVAILABLE 4.0 MHZ. STABILITY ONANT CAVITIES, 
.0001%, accuracy .001%. WITH CALIBRATING ' ECHO--BOXES,. -MAGNE- 
SCALE, uses BNC connectors. Requires |15/230v \ wom —FRONS AND LO.CAE-OS=- 
50 to 1000 uz. Size: |12tx19xIl5 wr; 60 Les. QILLATQRS AN FREQ. RANGE mw RECEIVES TW AN Deemed 
PRICE: USED SERVICEABLE $80, cHECKED $25 EXTRA PiSEDs-TRANSMITS CW ‘AND FM CARRreR“WAVE. 


CONTINUOUSLY VARIABLE SWEEP FREQ. FROM |0 TO 
FR-5/U FREQUENCY METER; simiLar To FR-6 


30 cYcLes. MAX. SPECTRA DISPERSION |.5 MHZ 
Except 10 To 100 Muz. FEW AVAILABLE. PER INCH. SENSITIVITY To CW (SPECTRUM AMPLI- 
PRICE: SERVICEABLE £50; CHECKED $25 EXTRA 


FIED POSITION—80 DB BELOW | WATT/IN. DEFLEC- 
TION; SENSIVITY To CW (SPECTRUM Pos.) 55 oB 
BELOW | WATT/IN. DEFLECTION. ONE MILLIWATT 
POWER OUTPUT. WITH FREQ. METER, FREQ.-SWEPT 
RF OSCILLATOR, CRYSTAL MIXER, NARROW BAND |-F 
AMPS AND ||5Vv. POWER SUPPLY. INPUT AND 
OUTPUT TYPE N COAXIAL CONNECTOR, WAVE GUIDE 
OR HORN. WITH TUBES 2K25, 2X2, App | , 5R4. 
6AC7. 6SA7. 3/6SJ7, 3/6SN7, 6Y6, 884, 4/991. 
Size: |9xl34x25 wt: 45 ces. 

PRICE: EXCELLENT SERVICEABLE $49.50 


TS-148/UPM-33 coMPLETE WITH WAVEGUIDES, 
CABLES, ACCESSORY CASE AND TRANSIT CASE, 
sHec. WT: 100 ces. $75.00, Manuat $8.50 ex. 


mien BANKAMERICARD. 


my master 


AN/URM-32_ FREQUENCY 
‘METER: 125 KC to {000 
MC IN THREE RANGES, 
CAN ALSO BE USED AS A 
SIGNAL GENERATOR 

WHICH PROVIDES A 

HOICE OF MODULATED OF 
}UNMODULATED SIGNALS 
}FOR TESTING AND CALI- 
BRATING RADIO EQUIPMENT. SENSITIVITY WITH AN 
RF OUTPUT OF .0D MW MINIMUM 1S OBTAINED. Ac~ 
curacy .01%, RF 100 uv MINIMUM ACROSS EXTERNAL 
50 OHM RESISTIVE LOAD. FIVE TUBE HETERODYNE 
TYPE, POWER REQ. 6 voc | amp. 180 voc 25 Ma., 
DRY BATTERY OR AC SUPPLY CAN BE USED. METER ts 
USED TO READ P.S VOLTAGES. W/CALIBRATION BOOK 
StzZe: 132xl2x132; wr: 29 tes. 

PRICE: USED SERVICEABLE $150.00 cHEckEeD $175. 


GENERAL RADIO TYPE 874 VI 
VOLTMETER INDICATOR; MEA- 
SURES RECTIFIED DC OUTPUT OF 
CRYSTAL DIODES, RF DIODES, 
AND CALIBRATES THE CRYSTAL 
AT THE APPLIED LEVEL VOLTAGE 
FREQUENCY RANGE 60 Hz TO 

7.0 GHZ. CALIBRATING VOLTAGE Accuracy: 0.| To 
2.0 v. CRYSTAL cuRRENT 0-200 u-AmMPS. |NCLU- 
pes 23" 0-200 MICROAMMETER, DIRECTLY CALI- 


FR-4/U FREQUENCY METER 
JOO KHz To 20 MHz IN 
SEVEN BANOS}; PORTABLE 
GENERAL PURPOSE, HET- 
ERODYNE TYPE UNIT USED 
TO MEASURE AND CALI- 
BRATE RECEIVERS AND 
TRANSMITTERS. A BLIN- 
KER LIGHT IS USED FOR 
MAKING ACCURATE ZERO- 
BEAT SETTINGS. CW REGEPTION. OSCILLATOR 
FREQUENCIES: |00 To 250 Kuz (proxy), 1250 
Kuz (crystac), 10 KHz (BLockING) AND 15 To 
20 KHZ (INTERPOLATION). WITH BUILT-IN 
OSCILLOSCOPE FOR INTERPOLATION. AUDIO POWER 
OUTPUT 2 MW MIN. ACROSS 600 OHMS. STABILITY 
-0001%, accuracy .001%. 115/230 V AC 50 To 
1000 Hz. Size: 15¥x!9xI8 wr: |00 Les. 
PRICE: USED SERVICEABLE $85, cHKD. $25 ExTRA 
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aa 


GOD Is JusT 
A PRAYER AWAY 


25y 50/60 cy 


: FULL WAVE 
: 8.| vet 5l AMP 


34x48x3 wr: 10 
peed 0-9807 
RICE: $6.95 


Pri: |15v 60 cyc 

Sec: 2v. 60 vA. 
x3x4 wr; 4 LBs. 
5950-829-8618 
RICE: $2.95 


h 


a a 
Pri: |l5v 60 c 
Sec: 24v |0 am 


PRICE: 


Pays $l5Vs60cy. 
Sec: 6.4v. 20 amps 
44x5$x4 wt: 15 tes 
5950-829-7829 
Rice: $5.95 


CONSTANT VOLTA 
TRANSFORMER 
SOLA #211134 w 
CAPACITOR. REG 
LATES VOLTAGE 
MATICALLY AND 

STANEOUSLY. 
Prise 5= | S0Ve6 


Ries at OV GO Cvs 
Sec: 800vct .25a 
5x42x3 wr: 12 Les. 
22961|2.34 

RICE: $5.95 


HEADSETS 


TELEX HEADSETS, ra 
GRAY PLASTIC AND 
METAL CONSTRUC- 4 
TION. EACH UNIT *% 
INCLUDES GRAY OR 
BEIGE RUBBER 
CUSHIONS AND MIC 
BOOM. PLUG JACK 
NOT INCLUDED. ELEMEN 
BOOM MIC IS NOT AVAILABLE. 
WITH CHOICE OF HEADSET IMPE 
ANCES. PLEASE specIFY 40, 
1250 or 4000 onmMs. Wr: 3 LBs 
PRiceE: $4.95 EACH 


5exGSx2+ wt: 8 
#5950- 56-5333 


MALLY CL 


1250 OHM HEADSET ELEMENT 
FROM TELEX EQUPPMENT. $,5) 


HALLICRAFTER'S 
085-000246 MI- 
ROPHONE, Mac= 

NETIC CONTROL 

TYPE WITH TRAN- 

fi" SISTORIZED PRE- 

AMP. 7FT. COILED CORD, THREP 


PRice: NEw $9.95 
WODEL CL-| 


@ RD. M 


MIKE. PUSH=TO- 

TALK. COILED coRD 
STRETCHES TO 7 FT. 
4 wiRes. BEIGE COLOR. 
PRice; new $7.95 


H-63 HEADSET WITH BOOM MICROPHONE 
H-113 HEADSET, 600 OHM 

T-|7 CARBON MICROPHONE, useD $5.95 
M-29 mike, 40-100 onm, 300-4000 Hz 


H-33/ 
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PT HANDSET WITH UG-77 PLUG 


Pri: I15v. 45-65 cy 
Sec: 40/20v 20anc 


40v. 2.15 aoc 
24.5v |.04 ape 
Ha/Win es OOUS ADC 


14.2v .40 ape 
BRIOGE RECTIFIED. 


3£ x42x44 wt: 12 Las 
RICE: $5.99 


eh 
: eee 


SEC! OsGNVv 2.06 


UNUSED $5.95 


POWER RATING: 

ALUMINUM CASE W/MOUNTING 

RACK. SIZE: eae WT: SLE 
7 


PRICE: UNUSED 


WIRES AND SHIELD. Wr: | Les J0-500 MILLI- 


So less 


De-IcING 


6U CYCLE 


115v 60 cYc PRI: L1S¥.- 


PARLE, 
Sec: 6200v 8! ma 


Sec: |5v. @ 3 amps Pri: |17v. 60 crcLe 
wenn Ol OUR MUETER eee 1 ae ee - Be MA. SEc: aan pec ee 
«OV. ~25 AMPS Ove 
soe) Boe 1b714) 19/04 vac Teeahh Namenceer TEE 2 1.75 ANGE : . ae “s 
eas : x4= WT: LBS. 1ZE; x5#x Ts s 
100/75/60/50_ ac} Be ice: $8.95 Boar 8465 Nn 98 | FT-201/PP-115 $8.95 


LBS. 


. ; 20/130v. 
» Ze ou a PRI: eb evel /\30v pa: 1) 5v_60/420 ore hi 
Sec: “8000v @ Ble BaD Gy We ee ae aie Size: 5$x5x7 wr: 32 Les 
te Beng ME an SEEN #5950-538-3728 "$14.95 
PS e24v @ |.2 Takes COM TuBE; 
+l6v @ .45 w/ S8"xS4" DIA. 
4x4x9% wr: 15 LBs. | even Aon ie V 
GE9T63Y2280603 550+ 55a5e7D soe es 
$14.95 A Tae POWERSTAT TYPE 136/BP57515; [nput ||5v. 


GE 


ITH 
U- 
AUTO 
[N= 


Ocye 
A 
LBS. 


es 


PRI: 


ecceese 
-PUSH BUTTON SELECTOR 
SWITCH, 6-BUTTON EACH NOR- 


PRICE: 


Oye axe wt: |40LBs 
$5950-537-49 
Price: $59.50 


105/250 v. 
2.5ov/ TAP 
: 2240 vet 500maA 


|2xl0x8 wt: 42 Les. 
#0950-681-7115 
Price: $25.00 


OSED, MAKE ONE 


» aA-6| ANTENNA 
DUMMY LOAD 

WITH 23" Rp. 
eg0-5 RF AMME- 
- RES: 


ETER 


USED 
USED 
RECOND 
USED 


T-24 CARBON MIKE w/coIL cord $4.95 w/sTRAIGH 


usED $ 


50 watts. 


ADDITIONAL HEADSET AND MICROPHONE EQUIPMENT 


HS-23 HEADSET w/ MED. cusH. $6.95” w/SMaALL 
HS-33 HEADSET w/ MED. cusH. $8.00 w/SMALL 


095 


EACH SIDE. 53x| FRONT MTG. 
of: PIECE. MOUNTS INTO 4"wx 

S"HxXO"p AREA. WITH. TERMI- 
NAL BOARD. UNUSED $3.95, 


fs) 


TRANSCOM MICRO- £ ealIN 42x42x34 
PHONE; HIGH IMPEDE WOOD BOX. aa 
ANCE DYNAMIC TYPE |}BOx HAS |" FLANGES FOR SUR- 


FACE MOUNTING. WITH SO-239 
TYPE CONNECTOR. ORIGINALLY 
USED WITH A-68-A ANTENNAS 
wT: | Le} AND SCR-274 RADIO EQUIPMENT 
UNuseD $7.95 


0) 


SEZEs 
#0950-645-8565 new $12.95 


RICE: $6.95 60 cycle. Output 0-|20v. @ 20 amps. 


CLOSED FRAME TYPE. 75" DIA. x DH 
Wr: 20 Les. Price: used $35.00 


VARIAC TYPE W20; Ineut 115 voit 60 cYcL 

Output 0-|20v. @ 20 ames. OPEN FRAME 

Type. 73" pra. x DWH. Wre 20 Les. 
Price: useo $30.00 


POWERSTAT 


PRE televe 
400/800 xz 
Sec: O-|30voL_ts 
7.5 amp .975 KVA 
25x4% DIA. WT: DLB 
F5950-5| 8-2508 
RICE: NEW $14.95 


HIGH VOLTAGE TRANSFORMER 
: 220 votts @ 50/60 cycles 
: 2430-13] 5-0-131]5-2430 vorts 
@ |.70 ames 
|Ixllxl53 Wr; 232 res. #43164 
PRICE: NEW $60.00 


TV-2 TUBE TESTER REPLACEMENT 
PARTS. WE HAVE RECENTLY RECEIVED, 
A LOT OF TV-2 CHASSIS ASSEMBLIE 
WE ARE NOW ABLE TO SUPPLY RE- 
PLACEMENT PARTS FOR THIS TUBE 
TESTER. TELL US WHAT YOU NEED 
AND PLEASE BE SPECIFIC. 


Bem g ONE FIFTH RPM 
TIMER RELAY, 6 


vott 70 MA WITH 
_HAYDON TIMER 
© AND THREE SPDT 


MICROSWITCHES 
ROTATING CONTACT DISCS ARE 
VARIABLE FROM O To 2% MIN- 
UTES IN CONTACT TIME. 44x93 
x22 wt: | LB. #9945-255- 
744 PRICE: NEW Kyepcia) 


ONE RPM TIMER 
RELAY, 24 voLT 
OPERATION WIT 
CLUTCH-TYPE ; 
DRIVE. INCLUDES ~~ ——— 
6v. 70 MA HAYDON TIMER AND 
THREE SPST MICROSWITCHES, 
TWO FOR CIRCUIT CONTACT 

THE THIRD FOR RESET. 5x28xé 
wt: | ce. #5635 new $5.95 


ROTARY SWITCHES $|.25 
LEVER SWITCHES [325 INoIcATOR Lames $.50 
RHEOSTATS: 150 watt 250 onM or 25 watt 2500 onm $1.50 
TUBE SOCKETS CERAMIC 7 PJN AND ACORN $]|.00 EACH 
" : ALL OTHERS $.75 EA. POTENTIOMETERS $|.5( 
MeTeERS (ALL EXCEPT PLATE VOLTAGE) $5.95 EACH 
TRANSFORMERS: FILAMENT TI AND Power T2 $8.00 £ 
a "ROLL CHARTS w/ROLLER oe 
_ ASSEMBLY FROM TV-2 
“22° — Unusep $10.00 
SES FoR TV-2C, NEVER USED 
$x|72x15s wt: 20 tes. $12.00 


TOGGLE SWITCHES 12 


OAK ROTARY SELENOID SELEC- 
TOR, 12 position. 6 DECK 
NON-SHORTING WITH 12 SEPAR 
ATE CIRCUITS TO OBTAIN AL- 
MOST ANY CIRCUIT COMBINA- 
TION. ALSO ONE SHORTING 
DECK. 24 voe 3 AMP COIL. 
SIZEs 2exlexlO wry 2 lps. 
#5945-698-0370 new $3.95 


..LEDEX ROTARY 


es 


ART-13 VARIABLE CAPACITOR 
50-200 mmr. 7000 vott .17 
INCH AIR GAP WITH AUTOTUNE 
GEAR ASSY. #C-129 Used 
SIZE SD xKSxi2) (eS oo sco 


VARIABLE CAPACITOR, THREE 
SECTION, 85-365 MMF EACH 
SECTION. 500 V. 2xeexde 
3" suart. #309865 $2.95 


whe 


Deck || Pos. NORM. 
CLOSED, OTHER OPEN OR DEAD 
ONE DECK SHORTING, THE 

OTHER NON-SHORTING. 24VOLT 
1.2 amp. SYLx|2" pia SB. 
#0945-074-3953 new $1.95 


Vt a 

VARIABLE CAPACITOR, DUAL 
350mmF, 1000v. 21 PLates, 
CARDWELL. 43x24x4% wiTH 
BHAFT. MEND-2-72 $2.95 


VARIABLE CAPACITOR, |2 TO 
160 mmr, 2500 v., HAMMAR= 
Luno, 3$xl4xI4, £0 SHAFT. 
#5916-669-4056’ ~ $9.95 


BC-652-A RADIO RECEIVER, 2.0 

To 6.0 MHZ IN TWO BANDS oF 

2 TO 3.5 MHz AND 3.5 To 6 MHz. 
SUPERHETERODYNE TYPE UNIT RE- 
CEIVES CW, TONE OR VOICE. 
CRYSTAL FREQUENCY CALIBRATOR 
ALDOWS ACCURATE CALIBRATING 
Every 20 or [00 KHz. WITH IN] 
PUTS FOR HEADSET AND SPEAKER. 
WitH tuBes 2/6SC7, 2/12SK7, 

2/ LeKey, p> S67, s12SR7, lece 

6Y6 AND 6K8. POWER REQUIRED 

172 voce 138 Ma. |2 voLT oPERA- 
TION POSSIBLE USING DM-40, 24v 
w/DM-41 oynamotors (NoT INcLO.) 
Size: 123xl48x7Z wr: 50 tes, SeERVICEABLE 
Price: unused $34.50 Usep $24.50 


VER-TRANSMITTER 


BC~669 RADIO RECEIVER 
AND TRANSMITTER, FREQ. 
RANGE FROM |680 To 
4450 KC. OPERATING 
RANGE ts 20-30 MILES 
FROM FIXED STATIONS AND 
15 MILES FOR MOBILE ONES, 
DEPENDING UPON ENVIORN- 
MENTAL CONDITIONS. THE 
TRANSMITTER SECTION WITH 
AN OUTPUT oF 45 waTTs, 
SENDS VOICE MODULATED SIG 
NALS, WHILE THE RECEIVER 
1S OF THE SUPERHETERODYNE TYPE, DETECTING 
BOTH VOICE MODULATED AND TONE MODULATED 
C-W TELEGRAPH SIGNALS. HAS SIX CRYSTAL-CON- 
TROLLED FREQUENCIES WHICH MAY BE PRESET FOR 
TRANSMISSION AND RECEPTION. MANUAL CONTROL 
FOR RECEIVING IS ALSO PROVIDED. WITH TUBES 
6H6, 6J5, 6K6, 5/66, 6SA7, 3/6SK7, 12U5, 
ano 2/807. Power guPPLY REQUIRED |{5v. AC 
60 cycLe (PE-110). Stze: [8x21x13 
wT: 150 LBs. PRICE: USED NEED work, $39.95 


PE-|10D |15v. AC power supPLy FoR BC-669; 
wt; |00 Les. PRICE: $30.00 UNUSED 
RM-2| CONTROL BOX FOR REMOTE OPERATION OF 
BC-669, wt: 8 Les. Price: $3.95 


0-444/ALT-6B OSCILLATOR 
SECTION WITH TYPE L-3110-A 
MAGNETRON TUBE AND AIR PUMP 
MOTOR WITH FITTINGS FoR "L" 
BAND WAVE GUIDE SIZE |4x2%. 
3000 to 4000 Muz. 

| Motor 27 votts DC. 

Size: 7x13sxl|) wr: 

Price: useo $24.95 


ATR DC-AC INVERTER 


DC-AC INVERTER, ATR MODEL 
28U-HSJ. CoNnveRTS 28 voc 
into 110 vac 60 cYCLe. 
PORTABLE UNIT IDEAL FOR 
RUNNING LOW LOAD AND LOW 
WATTAGE EQUIPMENT FROM A 
STORAGE BATTERY SOURCE«s 
HAS TOGGLE SWITCH TO DE- 
TERMINE TYPE OF LOAD AS 

oo FOR EQUIPMENT WITH SMALL 

MOTORS SUCH AS SEWING MACHINES, ELECTRIC 

RAZORS, FOOD MIXERS, ETC. OR FOR HEAVIER LOADS 

SUCH AS TV SETS, RADIO SETS, SMALL PA SYSTEMS 

ETC. 200 WATTS CONTINUOUS OUTPUT. 

Size: 9x7xl2 wt: 38 LBs. Price: usep $39.50 


PP-804 ||5/230v. 60 CYCLE 
AC POWER SUPPLY For T-417, 
T-208 aNd T-278 TRANSMIT- 
TER. POWER OUTPUTS OF 
500voce @ 250 ma; 225 voc 
@ 45 mas 1.25 voc @ | ampP$ 
1.25 voc @ .2 amp, —25 voc “ss 
@5 mar 6 voc @ .3 amps 6 vac @ .9 AMPS 
6 vac @ 2.| AMP. TAKES J-802 CHASSIS CONNEC- 
Size: 84xl0xl2% wt: 45 ces. 

UNUSED $32.95 

useD 27.95 J-802 connector $2.50 


TOR. 
PP-804 
et 


R-196 REMOTE CONTROL 


R- 196C/ARW-26Y REMOTE CONTROL | 
RECEIVER; FORMERLY USED IN : 

AIRCRAFT. RECEIVER MAY BE : 

TUNED TO ANY FREQUENCY BE- 

TWEEN 60 ano 74 MHz and ee 

ACCEPTS A CARRIER MODULA- 

TEOMA TASOU Ww OOUl a OOy) | OoUimE 

AND GOOO HZ. AN AUDIO TONE | 

OPERATES A SEPARATE RELAY 

FOR EACH FREQUENCY. JHE 

955 HZ RELAY FUNCTIONS AS 

A PARACHUTE RELEASE AND 1S ACTIVATED WHEN 
THE OTHER FREQUENCIES ARE NOT. THE UNIT 
PERFORMS MOST EFFECTIVELY FROM VISUAL DI- 
RECTION. THE RECEIVER CONTAINS AN RF amp, 


DETECTOR STAGE AND A |ST AND 2ND AUDIO AMP 
STAGE. FOUR MALE CONNECTORS AND A TUNIWG 
ACCESS KNOB ARE ON FRONT. WiTH TUBES 9002, 


WT: 
9.95 


9003 ano 7/6AK6. Size: Led. 8 LBS. 


PRICE: GOOD CONDITION 


M 'ERTERS 
AMPLIF IER-MULTIPLIERS 
USED AS PLUG IN UNITS 
FOR THE T-302 TRANS- 
MITTER THAT COVERED 
THE FREQ. RANGE OF 
50 to 600 mc F.m. 120 
WATTS,CONTINUOUS TUNE 
Ss faeiacee ia size |2x6x14 40LB USED 
GRC 50-100 MHZ 1/4X150A tuse $49.50 


TRC 225-400 MHZ 2/4X150A 49. 
/GRC 400-600 " aA eee ts as BA°86 


AMPLIF IER-CONVERTERS PLUG-IN 
UNITS USED WITH R-417 RECEIVER 
COMPANION TO 1[-G02 TRANSMITTER. 
OutrputT 1s To 30 MC.ConytiNnuous 
TUNING R.F. AND OSCILLATOR. 
S1ze;75x63x94; wr: 10 Les. USED 
914 225-400 MHZ 4/6J4, 5670 Tuses $34.95 
AM-1177 400-600 " 2/5768,6AF4,6AN4 '' ~44,50 


PP-308/URR POWER 

SUPPLY; OuTPUT VOLT- 

AGES OF 90 voc, |.4 

voc, AND --4.2 voc. 

A PORTABLE UNIT 

WHICH CAN OPERATE 

FROM ||5v. 60 cYcLe 

LINE OR FROM 6, |2 OR 

24 VOLT VEHICULAR BAT- 

TERY; WITH FUSE HOLDERS, POWER-SELECTOR 

SWITCH, POWER ON-OFF SW, SPEAKER ON-OFF SW, 

AND SPEAKER FOR A RECEIVER*. TAKES 4 COND. 

FEMALE CONNECTOR (NOT AVAILABLE). WITH TUBES 

2/6AG7 ano OB2. Size: 54x8xf2 wr: 30 Las. 

WITH Gov'T SPEAKER Hee NO SPEAKER $9.95 
"  ComMMeRcIAL 12.95 CONDITION USED SERVE 


LAMBDA C-48IM REGULATED 

POWER SUPPLY; 125-325 

voc @ 400 ma. .25 % 

REGULATION, 6.3 vac @ 

|5 amps. With 0-350 

VOLTMETER AND 0-400 MILELAMMETER. SIZE; 
béxl46 wt: 65 tas. ExceLLtent $34.95 


LAMBDA MODEL 50 REGULATED POWER SUPPLY; 
0-500 VDC, 500 ma, .5% REGULATION; 0-56 
0-200 VDC BIAS, DUAL 6.3 vAc OUTPUTS. Witr 
0-500 voLTMETER AND O-500 MILLIAMMETER. 
Size: 19xl15xl4% wr: 100 Les. Useo $45.00 


19x 


OSCILLATOR 


DA-T CRYSTAL OSCILLATOR UNIT 
FOR ART-I9B TRANSMITTER; USED 
TO CONVERT TO CRYSTAL CONTROL 
FOUR CHANNELS ON LOW FREQ. 
me 300-500 Kc,cRYSTAL SOCKET SIZE 
985/32 via. [3/16x1/2 RECTANGULA 
o "SELECTED FROM THIS UNIT, | 
CHANNEL CRYSTAL CONTROL FROM 1670 To 18000 Ke 
SELECTED FROM TRANS. CRY. soc. Size 3/64"DIA 
PINS SPACED #$" c-c. W/TuBes 1625 & 6AQ5 ALso 
10/24voc RELAYS, PLUGS INTO FRONT, DOES NOT 
EFFECT OPERATION OF VFO HIGH BAND. WT: 6 LBS. 
S1ZE5D$x53x9. useD $9.95 Connectors $IEA 2REQ. 


@R 8O05C SIGNAL GENERATOR 


GENERAL RADIO MODEL 

805C SIGNAL GENERA- 

TOR, aiGukZieto: 50 

MHZ COVERED IN 7 

DIRECT READING 

RANGES. LOGARITHMIC 

FREQUENCY SCALE AL- 

LOWS INCREMENT READ- 

INGS OF .01% FREQ. 

CHANGE/DIVISION. #1% !NDICATED FREQ. ACCURA- 
CY. STABILITY 40.1% any FREQ./5 HRS. AMPLI- 
TUDE MODULATION 1S CONTINUOUSLY VARIABLE 
FROM 0-100% DIRECTLY READABLE ON A PERCENT 
MODULATION METER. OUTPUT VOLTAGE IS CONTIN- 
UOUSLY VARIABLE FROM 0.| U-VOLT To 2 voLTS 
DIRECTLY READABLE ON AN OUTPUT VOLTAGE METER 
Power REQquIRED: 115/230 votts 60 cYcLEs. 
Size: 33x]6xl3 Wr: 125 Les. 

Price: UsED, seRvIceaBLE $150.00 


ALL PIECES ARE SOLD AS "USED, SERVICEABLE™ 

UNLESS OTHERWISE NOTED. 

DUMONT 304 OsctLLoscopEes, CABINET AND RACK= 
MOUNT AVAILABLE CHECKED $70. 

AUDIO OSCILLATOR, HewLettT-Packaro 200B, $30 


20 HZ To 20 KHz 
FREQUENCY METER, HP 500A 
Zz To SO Kuz: M65. 


|Q 4H 
SWEEP OSCILLATORS, HP 692A (2.0 to 4.0 Guz) 
AND 694A eae To 12.4 GHz) ... $450.00 Ea. 
KLYSTRON POWER SUPPLY, GENERAL MICROWAVE 
MoveL 303 ...$45. 
STANDING WAVE INDICATOR, GENERAL MICROWAVE 
MopeL 35| ...$60 
MARKER GENERATOR, JERROLD CM-6 ....cceceee 
X-BAND FREQUENCY SOURCE, Pit-Loce 1170 ... 
DIGITAL RECORDER, Beckman |452 
FLUTTER METER, D&R FL- ; 
FREQUENCY INDICATOR AND COUNTER, ELEcTRO 
PuLse Corp. MooeL 7340A é 
DIGITAL MULTIMETER, ELEcTRO INSTRUMENT 
MovdeL 85IM, 5-DIGIT, LESS CABLES .. 


OSCILLOSCOPE 


JDMS-6EB-R.2B OSCILLOSCOPE 
USED WITH TELETYPE SYSTEM 
AS A RECEIVE UNIT, HAS A 
SRP| CATHODE RAY TUBE WITH @, ~ 
CONTROLS FOR FOCUS, INTEN= aS? Be 
SITY, AMPLITUDE, MODULATION RATE (RANGE AND 
VERNIER), AND UNIT CODE. ALSO SIGNAL, DIS- 
PLAY, AND TWO BALANCE CONTROLS. WITH 
SPIRAL-CIRCULAR TIME BASE SWITCH AND INPUT 
SWITCH. INDICATOR LIGHTS FOR SPEED AND POW- 
ER. NEEDS EXTERNAL POWER SUPPLY; VOLTAGES 
NOT KNOWN. WITH TUBES SRPI, 9/12AU7, 
B/12AX7, 2/\2AT7. Size: 54x104x15 wi:!5 ces 
Price: Useo $18.95 


RELAY TEST SET 


eyl-18| RELAY TEST SET, Wes- 
MBTERN ELECTRIC # D- 162269; 
M@PORTABLE CURRENT FLOW TYPE 


PeaRELAY ADJUSTING SET USED TO 


na my FLOW THRU RELAY WINDINGS OR 
ELECTROMAGNETIC UNITS. MAY ALSO BE 
USED AS DC MILLIAMMETER WITH RANGES oF |5, ‘75 
AND 150 MA. CONTROLS FOR VARYING CURRENT; TER» 
MINALS FOR WIRING RELAY UNDER TEST. REQUIRES 
22% ano 45 vo_ts. 
Size: 62x9Sx5s wr: 


2 
SIMILAR 


10 Les. Price: useo $14.9 


T-906 TEST SET 


) T-906 TEST SET For 
URC-4, URC-10, RT-285 
AND RT-350 TRANSCEIVERE 
CONTROLS TO CHECK FJLA- 
MENT VOLTAGES, PLATE 
VOLTAGE, FILAMENT CUR= 
Coes ons " RENT AND PLATE CURRENT 
METER INDICATES WHETHER TRANSCEIVER IS PASSA- 
BLE. 7-906 MIGHT ALSO BE USED AS A |{95v. AC 
60 Hz POWER SUPPLY FOR THE SETS. THREE TEST 
JIGS ARE INCLUDED FOR SPECIFIC UNITS. POWER 
REQUIRED [l5v. 60 Hz. Size: 19x] lexi le 
Wr: 80 Les. PRicE: sERVICEABLE $45.00 
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6-METER RECEIVER-XMITTER 


RT-176/PRC-10 RADIO RECEIVER- 
TRANSMITTER; A COMPACT, POR- 


TABLE UNIT 


FOR SHORT, 


ADJUST AND 


SIZE; 


VO|CE COMMUNICATION IN THE 
38.0) To 54. 
RANGE. BOTH TRANSMITTER AND 
RECEIVER ARE CONTINUOUSLY 
TUNEABLE WITH | MHZ CALIBRA- 
TION POINTS PROVIDED THROUGH- 
OUT THE ENTIRE FREQ. RANGE. : 
TRANSMITTER OUTPUT 1S 0.9 WATTS WITH ANNOR= 
MAL RANGE OF ABOUT 5 MILES. MICROPHONE 
IMPEDANCE |50 OHMS. SUPERHETERODYNE TYPE 
RECEIVER HAS AN OUTPUT IMPED. OF 600 OHMS. 
INTERMEDIATE FREQUENCY IS 4.3 MHZ. PROVISION 


DESIGNED FOR FM 


9 MHZ FREQUENCY 


LONG OR AUXILLARY ANTENNA. WITH 


CONTROLS FOR VOLUME, TUNING, SQUELCH, POINTER 


DIAL LOCK. CONNECTOR FOR SPEAKER 


HEADSET, ETC. ALSO. POWER REQUIRED TYPE 
BA-279 BATTERIES (NOT AVAILABLE) OR 24 VOLT 
SOURCE WHEN USED WITH AM-598 BELow. WITH 
Tuses 9/5678 


ole 3/5676, |AD4, ano 5A6. 
Ts 9 LBs. USED $19.95 


INPUT 


? 


T8-27 


SLI 


DIVISION). 
LEADS NOT 


ABLE. 


dpominnm ccatesaaO aR 
DE WIRE POTENTIOMETE 
SISTANCE ARMS. RES. RANGE: O To 50 OHMS; 
CAPACITANCE RANGE: .079 To 3.0 MFD. WITH 
GALANOMETER NULL METER (SENSITIVITY | UA PER 
CONNECTIONS FOR TELEPHONE, TEST 
CHARTS AND BRIEF INSTRUCTIONS INCLD. TEST 
INCLD. BATTERY POWER REQUIRED: 

90 voc, |.5 voc, 4.5 voc. BATTERIES NOT AVAIL, 
S1z£:9x13 


LINE TEST SET 


TS-27 LINE TEST SET; 
PORTABLE UNIT USED TO 
| MEASURE CONDUCTOR AND 


SURES CAPACITANCE AND 
LOCATES OPENS. WORKS 
AS A MODIFIED WHEAT- 
STONE BRIDGE USING A 


$x|3 wt: 30 Les. 


PRICE: USED SERVICEABLE $49.50 


INSULATION RESISTANCE, 
LOCATE GROUNDS, SHORTS 
AND CROSSES. ALSO MEA- 


R FOR TWO VARIABLE RE- 


O$-s8 OSC 


. FREQ. RANGE 


1.5 MEGOHM, 


VERT. O.! V 


POWER field he 104 To 
$1ZE:94x 


OS-8 OSCILLOSCOPE with 3RPI C.R. 
TUBE. PORTABLE GENERAL PURPOSE 
TEST SET DESIGNED TO DISPLAY,METEF 
AND PLOT THE CHARACTERISTICS OF A 
VARYING ELECTRICAL POTENTIALS. 


cYc DC INPUT,30 cYc TO 2 MC AC IN. 
_ HORZ. AMP. O To 1000 cYc De INPUT, 
25 to 100K cyc ac INPUT, SWEEP CIF 
osc. 3 To 50K crc. INPUT IMP. AC 


AMP. | MEGOHM, DEF. SENSITIVITY 


FOR | IN. PK TO PK. VERT. DIR« DEF. 48 v PER 
IN. HORIZ. DIR. DEF. 67 


x!53; wT:20 Les 
PRICE: USED SERVICEABLE $39.50 cHECKED $49.50 


ILLOSCOPE 


: VERTICAL amp. 0-000 


pc 2.0 MEGOHM, HORIZ. 
» RMS HOR. O.! V RMS 


Ve. PER IN. 
126 votts 50-1000 crc 


5$x3x104 FREQUENCY STANDARD 
sO" b AM-598 AMPLIFIER-POWER CNT 1s-650/eMc-| FREQUENCY 


SUPPLY, PICTURED WITH STANDARD! PORTABLE 
»RT-176. OPERATES FROM A Low ANE FREQUNCY. 


24 VOLT Source yiTH THE GENERATOR UTILIZING A 
fei sete stig sit 
¢ G TO CONTROL BASIC FRE= 
Wire TUBES 2/2666, 2/\2AT7 q QUENCY ACCURACY AND 
42625 ee ea: lax STABILITY. PHOTOELEC- 
I lexlO% Wr: LBS. TRIC SYSTEM AND LIGHT 


PRice; UsED $18.95 BLANKING DIAL GENERATES 


2 3 —” ELEVEN FIXED FREQUEN= 
fee ee FOR RT; |76/PRC 10 cies of 10, 20, 40, 60, 80, 100, 120, 140, 
HANOSET, 42! corD w/UG-77 PLUG $5.95 160, 180, AND 190 Hz. OUTPUT VOLTAGE MAX 

M-29/U MICROPHONE, 6! CORD, USED WITH SC 45315 v. WAVE SHAPE: NEGATIVE GOING PULSE; 

USED $3. ne : : ‘ 
269 NeADEET wiTH sooM, 14% cono, usro"§4,35 | IMPEDANCE: SOK onus, OuT#uT LonolNas 250K oh 
SA-142/GSA-6 CHESTSET SWITCHBOX used $].50 135 ve 50-65 eye 35 WATTS, SINGLE PHASE. 

(H-63 Must BE USED wiTH SA-142) Pe , ‘ ‘ 


AUDIO CONNECTOR, 10 PIN , UG-77 $1.00 Ea. Size: 84x74x15% wr: SO Les. 


PRICE: USED SERVICEABLE $34.95 TEKTRONIX TYPE SCOPE 


INDUGTOR T | ei SRECUENEY ie TE OSCILLOSCOPE LA545B 
ny fe : : . ussite * ut Oak MFG. BY LAVOIE 
VERSATILE 33 MHZ 
SCOPE FEATURES 
CALISRATED DELAYED 
SWEEP, UNIFORM-FO- || 
cus 6xl0-cm DISPLAY, 
ILLUMINATED PARAL- § 
LAX=FREE GRATICULE, 
FULL-BANOWIOTH TRIS 
GERING AND ACCEPTS | 
ALL |=-SERIES AND 
LETTER-SERIES PLUG- 
IN UNITS ALLOWING 
FOR EXTREME FLEXI- 
BILITY IN THE SCOPE'S USE. 
VERTICAL: CHARACTERISTICS DEPEND ON PLUG-IN. 
HOR|ZONTAL: CALIBRATED TIME BASE 0.1 U=S/cM 
To 5 s/cmM. TIME BASE B 2 u-s/cm To | S/cM. 
X5 MAGNIFIER EXTENDS TIME BASE TO 20 NS/CM. 
DELAY RANGE: 2 u-s To IO SECONDS. 
EXTERNAL INPUT: 0.2 v/com, DC To 350 Kuz. 
AMPLITUDE CALIBRATOR: 0.2 mv to 100 votts, 
KHZ SQUAREWAVE. ‘ 
PoweR REQUIRED: 90-136/|80-272 VAC 50/60 cyc. 


PLUG-INS LISTED BELOW. MORE INFO ON REQUEST. 

Size: |7x|3x24 Supe. wt. 80 Les. 

PRICE: SERVICEABLE, LESS PLUG-INS $395.00 
USED CHECKED " wu 425.00 


TEKTRON|IX OSCILLOSCOPE PLUG-IN UNITS For 
SCOPE MODEL SERIES 530, 540 and 550. EACH 
PLUG-IN FITS AND OPERATES WITH ALLy THOUGH 
CHARACTERISTICS VARY WITH SCOPE MODEL. CHAR= 
ACTERISTICS GIVEN ARE FOR MopeL 5458. 

SOLD AS “USED, SERVICEABLE."™ Wt: 6 LBS. 


C-973/FRR-33 REMOTE 
SWITCHING CONTROL FoR 
REMOTE OPERATION OF 
AN/FRR-33 RADIO RECEIV- 
ING SET. UNIT INCLUDES 
A-F osctLLatTor, A-F amp Ez. 
RELAY CONTROL SECTIONS, 
TuBeE. |15v. 60 CYCLE VOLTAGE REGULATED POWER 
SUPPLY HAS AN OUTPUT OF Dv @ 2 AMP, TWO 
275 vac @ 80 MA, 25.2v. @ .6 AMP, AND 6.3V 
@|.5 amp. WITH TuBes SY3, 6AU6, 5651, 6082. 
ALSO UNIT INCLUDES DIAL FOR CHANNEL SELECTION 
POWER AND TUNING=IN=-PROGRESS INDICATOR LIGHTS 
OFF-STANDBY-ON SWITCH, OUTPUT LEVEL AND TONE 
CONTROLS AND 600 OHM TELEPHONE CONNECTION. 
Size: 8&x!0x13 wr: 25 Les. 

PRICE: EXCELLENT SERVICEABLE $18.95 


ROTARY INDUCTANCE TUNER COIL 
2.9 To 20 MHZ, APPROX. S| ge eRe 
TURNS OF 3/32" DIA. TINNED & .® 
COPPER WIRE. COIL FORM 23". i] 
Dl Aga neetanGe | ABOUT 24.6) 
MU-HY. AT LESS THAN 1000 
WATTS. €" DIA. SHAFT. 
Size: 22x4#xl0 wr: 7 Les. 


TS-186D/UP FREQUENCY 
METER, PORTABLE, GEN- 
ERAL PURP@SE, CRYSTAL- 
CONTROLLED, HETERO- 
DYNE=-TYPE, WHICH CAN 
BE OPERATED WITH BOTH 
VISUAL AND AURAL SIG- 
1! NAL INDICATION WITH A 
BEAT-INDICATING METER, HEADPHONES, AND VIDEO 
OUTPUT JACK FOR AN OSCILLoscoPe. |00 To 
10,000 MC FREQ. RANGE; Accuracy .01%. SIGNAL 
input: 500 uv To | voLT; AUDIO SIGNAL OUTPUT: 
10 u-watTs To 20 mw a 600 OHMS IMPED. 
Sensitivity: [000 uv Input sia@nat §N 500 To 
1250 MC RANGE PRODUCES 20 MILLIWATT AUDIO- 
OUTPUT SIGNAL. Power REQUIRED: I15 VAC 50- 
{000 cycLes. Size: 9%x8sx20 wrt: 50 LBs. 
PRICE: USED SERVICEABLE $65.00 CHeckeo $90.00 


#1589 UNUSED $12 


|-155-A TEST UNIT For BC-950-A 
TRANSMITTER. APPEARS TO BE SI- 
MILAR TO TS-178/ARM-| uSED To 
CHECK VOLTAGES AND CURRENT IN 
THE CIRCUITS OF ARC-3 EQUIPMENT. 
INCLUDES 33" RouND 0-100 scaLe 
FS=I1 mA |50 OHM RES. METER 
COUPLED TO A 7=POSITION SWITCH. 

W Checks (1) osc. GRID CURRENT, 
(2) Ist H-G GRID cURRENT, (3) 2ND HG cRio 
CURRENT, (4) RF AMP GRID CURRENT, (5) RF AMP 
CATHODE CURRENT, (6) HEATER VOLTAGE AND (7) 
PLATE VOLTAGE. WITH 4!' cord AND PL-1|52 
PIUG. Size: 8x5x4 wt: 4tes. Unused $7.95 


RG-52 MICROWAVE MEGANODE 
NOISE GENERATOR wiTH PoWER 
SUPPLY. USED FOR THE MEASURE- 
MENT OF NOISE FIGURE OR RE- 
CEIVER GAIN AND FOR THE CALI- 
BRATION OF STANDARD SIGNAL 
SOURCES. FLUORESCENT GAS TUBB 
Gives 8200 Muz to 12400 Muz 
FREQUENCY RANGE. HAS THERMO= 
METER ATTACHED TO AID IN AD- 
JUSTING THE WAVEGUIDE. THE 
oe} S6CNOISE POWER OUTPUT IS 15.8 
0B. WITH AN MOUNTING FLANGE UG-39/U. Power 
suPPLY INPUT |15v. 50-60 Hz. 
WAVEGUIDE size; |6x5¢x|% wt: 24% ces. 
PoweR supPLY Size: 118x7x7 wt: 15 Les. . 
Price: WAVEGUIDE W/POWER SUPPLY, UNUSED $25. 


BENDIX TYPE TA-18BB .AIR- 
CRAFT TRANSMITTER; 1180 
To 135.95 MHZ FREQ. RANGE 
WitH 180 CHANNELS IN 1|00 
KHZ STEPS WHICH WITH MI- 
NOR MODIFICATION AND TEN i a 
ADDITIONAL CRYSTALS (NOT yi 

AVAILABLE) CAN BE INCREASED To 360 CHANNELS 
tN 50 KHz sTePps. DESIGNED FOR ae PERCENT 
FREQUENCY STABILITY. DELIVERS WATTS RF 
OUTPUT INTO 52 OHMS. AMPLITUDE MODULATION IS TYPE D yy ee DE, SIP enh eee 


EASING TO 
LINEAR FROM 10 To 90 PERCENT MODULATION. DC to 300 7 AT | MN/ CM,” UBER 5 
METER AND SWITCH ON FRONT ALLOWS CHECKING OF HANLON). = MHZ AT 50 Mv/cM. Price: $50.00 


LF OSCILLATOR GRID, HF OSCIL. GRID, DOUBLER | 2ap; $7.00 3BP!| $7.00 / TYPE L FAST-RISE HIGH-GAIN, DC To 30 ess 


TYPE B WIDE-BAND HIGH-GAIN, DC To 
20 Muz, 18 N-SEC RISETIME AT_5O 
Mv/cM To 50 v/cmM. 2 Hz TO |2 Muz, 

N-SEC RISETIME AT 5 MV/CM TO 
750 mv/cm. Price: $45.00 


GRID, DOUBLEE CATHODE, TRIPL GRID, TRIPLER | 3xP| [5.00 23RP| 12.00] | |2 N-SEC RISETIME AT 50 mv/cm To 40 v/c 
CATHODE, PA GRID, PA CATHODF .NO MODULATOR SAP] 7.50 3S5Pl 12.00} 3 Hz To 24 MHz, 15 N-SEC RISETIME AT 
CATHODE. WiTH TuBES VRI50, 5/5654, 4/2626 3UPI 12.00  3€33P7 20.00 \ieme to 4 v/cm. Price: $55.00 
AND 2/8298. 27.5 voc DYNAMOTOR INCLUDED, 3JP2 |2.00  5AWP7 12.95 120P7 $15.00 

Size: 10%x7%x24% wr: 49 Les. Usep $79.50 MANY MORE IN STOCK, WRITE. ; 


M 
wv/cm 


OTHER PLUG-IN UNITS ARE AVAILABLE. WRITE. | 
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